P.I.

a.   3  phase,        14
60Hz,
115  vac

3.   5 minutes

9375 MHz
ADJUSTABLE
8800-9600
MHz

0.3-l.Ow

1kHz +
25 Hz

If. 0.001

-90dbm
h. 30 MHz

i. Klystron

|j. PPI, DE-
PRESSED
CENTER
FUNCTION

k. 1.6rpm +
10%

2. Variable

Module 5-1

Lesson Topic 5-1-2

A preflight inspection consists of two
essential parts , an overall check of the
material condition and an operational check.
The material con< ition is determined by
performing a visual inspection of the system
installation.  The inspection should be
accomplished in accordance with the Visual
Inspection Procedures.

Prior to performing an operational check,
the technician should perform the Initial
Control Settings of the system being
checked.

Locate tables 3-3a and 3-3b and list the
titles of each part.
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